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25 YEAR RE-REVIEW 


Executive Ilcrjistiy 


2 JxOy 1958 


Dr. Smith J. Director 

Kational Advisorsns&ffiittee 
for Aeronautics 
Ames Aeromutical Laboratory 
Moffett Field, Gallfomia 

Dear Ih*. DeFrancei 



I aa sca*ry to have to repor t that Mr 


and 


, , I reported to 
you as coming to the Inspection in sy letter of 2k 
June 1958, will now be unable to make the trip, I 
hc^e this causes you no inconvenience. 


Sincerely yovxm. 


ODDI/AvS/vcI 
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